THE RIVER REP 
at the 
IVORYTON PLAYHOUSE 


presents 


Robin Owen 
Tate Thompson 
Evan Joan 

Thompson Shepard 


COME BLOW YOUR HORN 


a comedy by 


Neil Simon 


also starring 


Jen Rosemary 
Wolfe Ewing 


Directed by 


JANE STANTON 


Settings by Lighting by 
Ron Gasparinetti David Castaneda 
Costumes by Production Stage-Managet 


Jennie Cleaver Stephen Kinney 


COME BLOW YOUR HORN 


CAST 
(in order of appearance) 
PUAN, ORCL sr wetestcunwd 2 eae ecb edede be saces Robin Tate* 
Pegey Evans is semenaecirsscdswaswoesss Rosemary Ewing 
BUGGY BARE... i dows aimmannnvenesssoes Owen Thompson* 
Nats BAR 22 box sammmseres si dso a epeowes Evan Thompson* 
COMME DaQtili & 5 cinmndjs. 02s own dianinmiew e's aa ae Jen Wolfe* 
NMirs,. DANCE 2se.45.4 i200 ¢unmmse 6 44456% oom Joan Shepard* 
Be VISHOP uve vemewnins nas 265 eeemmemsiats Georgina Spelvin 


*Member of Actors’ Equity Association 


TIME: 
1961 


PLACE: 
Alan’s bachelor apartment in the East 
Sixties, New York City 


ACT I: 


Six o'clock in the evening, early fall 


* INTERMISSION * 


ACT II: 
Immediately after 


* INTERMISSION * 


ACT III: 
Late afternoon. Three weeks later 


The use of cameras and/or recording devices is strictly prohibited. 


The River Rep is a division of Fanfare Theatre Ensemble, Inc 


